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LIMITED OFFICIAL USE KINSHASA 777 1 

LUSAKA PLEASE PASS SECRETARY'S PARTY 

DEPT FOR S/S-EX 

E.O. 11652: N/A 

TAGS: OVIP (KISSINGER, HENRY A.) CG 

SUBJECT: SECRETARY'S VISIT: ELECTRICAL FACILITIES 

REF: STATE 216242 

ELECTRICAL CURRENT IN ZAIRE IS NOMINALLY 220V, 50 CYCLES. 
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Draft Date: 16 SEP 1976 
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Disposition Authority: saccheem 
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Document Source: CORE 
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Review Release Date: n/a 
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Review Transfer Date: 
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